Reg . No. ml. MMIO 
KL / TV (N )/ 12 /2009 - 2011 


Government of Kerala 
കേരള സർക്കാർ 

2011 


सत्यमेव जयते 


GOVERN 


GOD 


- 


Muda 


ർക്കാർ 


NMENT OF 


KERALA 


KERALA GAZETTE 


PUBLISHED BY AUTHORITY 


Vol. LVI 


THIRUVANANTHAPURAM , TUESDAY 


No. 


1st November 2011 

2011 Moloma 1 
10th Karthika 1933 
1933 Dubovoldo 10 


43 


weijo 56 


തിരുവനന്തപുരം, ചൊവ 


നമ്പർ 


PART IV 
Private Advertisements and Miscellaneous 

Notifications 


MALABAR CANCER CENTRE 

Thalassery , Kannur 


RE- TENDER NOTICE 


No. 1250 /11/P2 /STEM CELL /MCC . 19th September 2011. 
Sealed and 

separate 

com 
petitive tenders in two cover two bid system are invited 

from various firms related in the field , established 
Manufactures / Authorized Suppliers for setting up of 
Immuno - Haematology & Transfusiology Department for 
establishing Stem Cell Transplantation and Cord Blood 
Banking Unit at Malabar Cancer Centre as per 
details 

given 

below . 
The bid must be superscribed mentioning technical & Price bids. 
Item Description : 

1. Apheresis Machine 
2 . Controlled Rate Freezer 
3. Liquid Nitrogen Dewar 
4 . -86 Ultra Deep Freezer 
5. * Other Equipments and accessories. 


Cost of Tender Documents — 25 ,000 + VAT. 

Sale period & EMD — From 26 - 9 - 2011 to 25 - 11 - 2011 
upto 5 p . m . EMD @ 2 .5 % of the tendered cost . The EMD 
should be in Demand Draft in favour of the Director , 
Malabar Cancer Centre , Thalassery drawn from any 
Nationalized Banks in India . 

The completed tender documents will be accepted 
up to 5 p .m . on 28 - 11 - 2011 and the technical bid will be 
opened in the presence of tenderers or authorized 
representatives on 2 - 12 - 2011 at 11 a . m . The price bid of 
the qualified tenderers will be opened at 11 a . m . on 
8 - 12 - 2011 . The Director, Malabar Cancer Centre reserves 
the right to accept or reject any or all tenders without 
assigning any reasons and also the right to change the 
dates without assigning any reasons . 

* For further details visit our website www .mcctly.org . 


the 


Malabar Cancer Centre , 
Thalassery, Kannur. 


( Sd .) 
Director 


